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Aircraft 


Los Angeles jetliner fire 
Two airlifted out of 650-ft. stack 


Apparatus 


Air supply truck in Miami 

AFFF proportioner for fireboat 

Army veteran joins fire line 

Buyers’ guide directory 

Fire service catalog 

Homemade brush truck-tanker 

How sirens vary as attention getters .. 
Ingenuity keeps tools in place 
Innovations and deliveries 

Jeep converted to minipumper 

Jeep converted to protect shops 
Platform to put foam on tanks 
Preconnects on old apparatus 

Reader service file 

Rebuilt aerial truck 
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Apparatus accidents 
Pumper lands on its roof 


Armed Forces 


Army vet joins fire line 
Fire prot. at isolated radar base 


Arson 


All pyros are psychos 

Citizens, media can help arson fight 
ee oes cas sai 

Combating arson (round table) 

Computerized arson data 

DAs urged to become involved in fire 
investigations 

Insurance ind. enters arson battle (edit.) . 

Laboratory can help investigator 

Paterson, N.J., incendiary fire 

Preserving evidence (Vol. Corner) .... 

Recognition, protection of evidence .. 

San Francisco arson task force 

Swift prosecution a must (edit.) 

Tackling America’s malignant crime 
(edit.) May 

Training, equip. needs of arsonteam .. Feb. 52 


Associations 


FDIC meets 

FDIC 1979 program 

FDIC plans 22 workshops 
ISFSI fall conference program 
ISFSI fall conference report 
ISFSI 1978 fall conference 
ISFSI plans conference 

ISFSI spring conference 
Cincinnati awaits |AFC conference ... 
IAFC conference program 
IAFC exhibits 

IAFC personaiities 

IAFC report 

N.Y. Fire Chiefs Assn. report 


Buffs 


Buff canteens responding more 
frequently 

Buff group aids interest in old appar 

Buffs role in CPR training 


Chemistry 


Chemical reactions sustaining fire .... 


Clothing 


Breathing appar. must be worn with 
proximity suits 
High-visibility jump suits Aug. 138 


Communications 


Computerized dispatching in Brooklyn 


Apr. 52 
Field communications center 


Remote radio alerting for volunteers 
Use of 911 (round table) .... 


Oct. 53 
May 63, June 12, 
July 52, Aug. 15 


Community Relations 


Firemen salvage lives of youthful 
offenders 


Computers 


Alarms, manning analyzed by 
computer 

Cable TV system detects home fires . 

Computerized arson data 

Computerized dispatching in Brooklyn . 


Covers 


Arson—IlAFC Conference Issue 
Baldwinsville, N.Y., pharmacy fire 
Boise, Ida., auto parts store fire 
Brooklyn, N.Y., downtown fire 
Broward County, Fla., EMTs 

Los Angeles dept. store fire 

New York City commercial building fire . 
New York City warehouse fire 

New York City wastepaper storage fire 
Quincy, Mass.., furniture store fire 
Syracuse, N.Y., restaurant fire 
Weehawken, N.J., factory fire 


Fire Detectors 


Cable TV system detects home fires . 

Fire fighters help place smoke 
detectors 

Smoke detector selection and use .... 

Toledo survey 


Sept. 35 
Oct. 54 


Disasters 


Chlorine tanker derailment 
Propylene tanker blast 
Waverly, Tenn., LPG tank blast 


Editorials 


Citizens, media can help arson fight ... June 6 
EMS, EMT part of fire vocab. ........ Nov. 23 
Insurance industry enters arson battle .. July 6 
National Fire Academy on its way out? . Feb. 6 
NFPCA transfer looks Oct. 6 
New name and new director for 

NFPCA 
Swift prosecution a must for arson .... 
Tackling America’s malignant crime 
Tanker explosions—insp. problem 
Tenacious chief gets two bidgs. razed .. 
Women fire fighters are here to stay ... 


Education 


Fire fighters credited with pub. ed. 
success 
Listening is a skill 


Electricity 


Hazardous area electrical equip. ..... 


Emergency Medical Services 


Buff clubs role in CPR train 

Civilians replace fire fighters 

EMS, EMT part of fire vocab. (edit.) . . . 
EMS growth in Montgomery County .. . 
Milwaukee Co. paramedic plan 

Seattle EMS program 

Starting EMS train. in Halifax 


Explosions 


Gas blast in Greenwich, Conn. ....... 
Grain elevator explosions 

Paterson, N.J., factory 

Propylene tanker blast in Spain 

Tanker explosions—insp. prob. (edit.) . 
Wall Street truck blast 

Waverly, Tenn., LPG tank car blast 


June 32 


Extinguishing Agents 


AFFF proportioner for fireboat 

Metal fires require knowledge of exting. 
agents 

Preconnected foam line 

Ventilation necessary for fog use 
(Vol. Corner) 


Aug. 114 


Extrication (see rescue) 


Fire Codes 


Chief gets two bids. razed (edit.) 
$3 million project demolished 


Fire Prevention 


All-year school fire safety program .. Sept. 
Benefits (round table) . Feb. 8, Mar. 14, Apr. 
Home survey tested with CETA funds . Nov. 
Inspections avert nightspot tragedy ... Feb. 
Prevention seeks to cut alarmrate ... Sept. 
Station visit teaches tots fire safety .. Sept. 


Fire Protection 


Fire protection in jails 

FPEs give San Jose engng. capability 

Hazardous area electrical equip. ..... 

Improving life safety (round table) .. . q 
Oct. 10, Nov. 10, Dec. 11 

Inspections, drills in Dallas Co. jails .. Sept. 28 

NFPCA conference report Jan. 38 

Solar energy units and fire safety .... June 51 

Sprinkler head closes automatically .. Dec. 27 

$3 Million project demolished Jan. 12 


Fire Reports 


Abilene, Tex., derailed alcohol tank 
cars 

Atlanta, Ga., office building 

Beltsville, Md., superhighway fire 

Boise, Ida., auto supply store 

Derrick City, Pa., oil tanks 

Fairfax County, Va., motel 

Garden State Racetrack 

Gas spreads fire in New Orleans 

Grain elevator fires 

Greenwich, Conn., clubhouse 

Los Angeles dept. store 

Los Angeles jetliner 

Los Angeles record plant 

Nation's largest wildland fire of 1977 .. 

No. Hollywood supermarket 

Paterson, N.J., incendiary fire 

Rialto, Calif., tank farm 

San Diego, Calif., aerospace 
museum 

San Jose, Calif., nightspot 

Santa Barbara, Calif., brush fire 

Tandem gasoline tanker 

Wilmington, Dela., paper storage 


Fire Stations 


Bridgeport, Conn., headquarters 
Butler-type bidg. cuts costs 

Dallas solar-heated fire station 

Fire fighters modernize station 
Low-profile station 

Model plans reduce cost 

Prefabs used as temporary stations ... 
Solar heat for new L.A. station 

Truck bays angles in Texas station ... 


Fire Streams 


Booster tank use (Vol. Corner) 
Placement of first line (Vol. Corner) ... . 
Universal friction less formula 


Foam 


Preconnected foam line has eductor . . 
AFFF proportioner for fireboat 


Feb. 20 
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Forestry 


Nation's largest wildland fire of 1977 


July 22 
Santa Barbara brush fire 


Mar. 22 
Fund Raising 


Mutual aid expanded to fund raising . May 32 


Hazardous Materials 


Beltsville, Md., superhighway fire 
Chlorine tanker derailment ; 
Controlling hazardous material spills . . 
Derailed alcohol tank cars burn .. 
Fatal blast comes with surplus tanks 
Flammable liquid and LPG train. 

Gas spreads fire in New Orleans 
Propylene tanker blast in Spain .. 
Rural fire fighters face gasoline spill 
Simulated propane leak ... ; 
Split-pipe simulator aids LPG training 
Sulfuric acid cloud over Baltimore May 22 
Tandem gasoline tanker fire. Apr. 46 
Tanker explosions—insp. problem hia ) Sept. 6 
Wall Street truck blast . . Sept. 25 
Waverly, Tenn., tank car blast 


Health 


Banned PCB in transforrners is health 
hazard : 

Fireground noise levels” 

Salt Lake City walking program 

Smoking ban questioned ; 


High-Rise 


Hose pack for apartments 


Oct. 34 
June 47 
Oct. 58 
July 28 
Feb. 22 
Dec. 30 
June 28 
Sept. 39 
May 31 
Jan. 14 
Mar. 36 


Historical 

Buffs group aids interest in old appar. 
Leather to cotton to synthetic hose .. 
Phoenix Hall of Flame 

Pompier ladder was once rescue tool 


Hose 


Drills for stretching hose (Vol. Corner) . . 
From leather to cotton to synthetic 
Hose pack for apartments 
Placement of first line (Vol. oe 
Preconnected foam line 
Preconnects on old apparatus 
Reduced manning levels require 
larger hose 
Remember straight tips (Vol. Corner) 


Human Behavior 
Things people do in fires ... 


industrial Fire Protection 
Plant brigade tests itself 


Inspections 


Home fire safety survey tested with CETA 
funds .. Nov. 
Inspections, drills in Dallas Co. jails .. Sept. 


Insurance 
Value of dept. rating for ins. savings Mar. 


Jails 


Fire protection in jails .. es 
Inspections, drills in Dallas Co. jails 


Legal 


Smoking ban questioned .. . 


Management 


Job perf. improved by time studies 
Pitfalls in getting ideas across 
Value of fire dept. rating ins. savings . 


Metric 
Learn metric systen) by using 


Mutual Aid 


Mutual aid ait to fund panties 
training May 32 


National Fire aie 


Academy and NFPCA threatened oY budget 
_. See -_ Jan. 118 
Cluster, course program 
Fire academy catches criticism 
Hearings develop dates for courses . 
National Fire Academy on its way out? 
(edit.) ; 
Why it took 3 years to put courses 
into field 
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NFPCA 


Academy and NFPCA threatened by budget 

cuts Jan. 118 
Brighter future painted for NFPCA .... Nov. 51 
Interview with Vickery . Dec. 47 
NFPCA transfer looks good (edit.) Oct. 6 
New name and new director (edit.) Dec. 6 
St. Louis conference report 
Seattle conference report 
Tipton leaving NFPCA 


Operations 


Booster tank use (Vol. Corner) 
Field communications center 
Handling metal fires 
How to track down smoke source 
Piacement of first line (Vol. Corner) . . . 
Raising ladders with reduced manpower 
(Vol. Corner) 
Remember straight tips (Vol. Corner) 
Use of chiefs on fireground 
(Vol. Corner) 
Ventilation necessary for fog use 
(Vol. Corner) 


Public Relations 

Fire service messages on billboards .. 
Pumps, pumping 

Cavitation: why it occurs 


Inline pumping with 4-inch hose 
Pump operator tests (Vol. Corner) 


Feb. 10 
Jan. 11 


Apr. 36 


Oct. 68 
July 40 
Sept. 8 


Recruits 


Milwaukee keeps recruit standards July 33 


Respiratory Protection 

Air supply truck in Miami 

Breathing appar. must be worn with 
proximity suits 

Sulfuric acid cloud over Baltimore ... . 


Rescue and First Aid 


Disaster drill conducted at hotel 
Explorer Scouts run rescue drill 
Kirkville, N.Y., barn collapse 

12-Hour rescue Course developed ... . 
Two airlifted from 650-ft. stack 


Research 

Breathing appar. must be worn with 
proximity suits 

Round Table 


Combating arson 
Fire prevention benefits 


Nov. 69 


Apr. 40 
May 22 


Feb. 8; 7 14; 
14 

Sept. 10; On. 10; 
Nov. 10; Dec. 14 
Use of 911 for fire emergencies May 63; 
June 12; July 52; poe 15 


Improving life safety 


Safety 


Breathing appar. must be worn with 
proximity suits 

Fire fighter safety (Vol. Corner) 

Improving life safety (round table) .. . 

Oct. 10; Nov. 10; Dec. 11 

NFPCA conference report De 

Red for fire apparatus color 

Seat belts save firemen 

Sirens as attention getters . . 


Sirens 
Sirens as attention getters . . 


Solar Energy 

Solar energy units and fire safety 
Solar heating for L.A. station 

Sun helps heat, cool Dallas station 
Statistics 

New method of reporting fire deaths 


June 51 
Aug. 108 
Mar. 26 


Jan. 34 
Television 


Cable TV system detects home fires . 


Time Studies 


Job performance improved by time 
studies 


Sept. 35 


Tools and Equipment 


Carrying keys for pub. bidgs. 
Ingenuity keeps tools in place 
Ladder lock device 


Tester determines heat of hay rues " Aug. 163 


Training 

Companies fight fires in classrooms 

Disaster drill conducted at hotel 

Drills for stretching hose (Vol. Corner) 

Explorer Scouts run rescue drill 

Flammable liquid and LPG training 

Knots must be learned (Vol. Corner) 

Mutual aid expanded to training, fund 
raising 

New York Fire Academy 

Officer candidate school 

Plant brigade tests itself 

Simulated propane leak 

Split-pipe simulator for LPG train 

Texas A&M Fire School 

12-Hour rescue course developed .... 


Jan. 29 
Nov. 66 
Oct. 8 
Aug. 136 
Dec. 30 
Mar. 10 


Training Centers 


New York Fire Academy 
Texas A&M Fire School 


Ventilation 


Need to vent roof (Vol. Corner) 
Ventilation necessary for fog use 
(Vol. Corner) June 10 


Volunteers 


Alarms, manning analyzed by 
computer 

Jeep converted to minipumper 

Mutual aid expanded to fund raising, 
train. 

Remote radio alerting for volunteers 


Aug. 156 


Volunteers Corner 


Drills for stretching hose 

Evaluating booster tank use 

Fire fighter safety 

Knots must be learned 

Placement of first line 

Preserving arson evidence 

Pump operators tests 

Raising ladders with reduced 
manpower 

Recognize need to vent roof 

Remember straight tips 

Use of chiefs on fireground 

Ventilation necessary for fog use 


Women 


Hiring women fire fighters opposed .. . 
More women entering fire service .... 
Women fire fighters here to stay (Edit.) . 


Working Conditions 
Wages and security high on list 


Youth 


Explorer Scouts run disaster drill... . 
Students work as city fire fighters .... 


Authors 


Altmann, Jon C. 

Low-profile fire station 
Bare, William K. 

Solar energy units and fire safety 
Bennett, James 

Carrying keys for pub. bidgs 
Bertram, Francis 

Pryometer determines heat of hay . 
Blackmon, Richard K. 

Gas spreads fire in New Orelans .. . 
Bowen, John E 

Handling metal fires 
Bradish, Jay K. 

Burning tanks extinguished by vols. 
Brewer, Norval L 

Fire destroys aerospace museum .. 
Bridges, Richard B. 

Inline pumping with 4-inch hose .... 
Burkell, Charles J. 

Fireground noise levels 
Burns, Robert 

Garden State Racetrack fire 
Butler, Michael J. 

Prevention seeks to cut alarm rate . 
Carey, Douglas C. 

Plant brigade tests itself 
Casey, James F. (See Editorials) 

NFPCA Conference report 

N.Y. Fire Chiefs Assn. report 
Chapman, Elmer F. 

Smoke detector selection 
Charcho, John T. 

Learn metric system by using 


Jan. 123 


June 51 


Aug. 163 
June 28 


July 37 
June 24 





Cline, James 
Wall Street truck blast 
Coley, Gary M. 
Students work as fire fighters 
Comer, William J. 
Incen. fire destroys factories, 
homes 
Fatal blast comes with surplus tank . 
Cullen, John M. 
Explorer Scouts run disaster drill . . 
Cunningham, Dick 
Disaster drill conducted at hotel 
Curtis, Donald R. 
University friction loss formula 
DeGaeta, Paul F. 
Chemical reactions sustaining fire . . 
Dektar, Cliff 
Fire confined by master streams 
Los Angeles dept. store fire 
Mutual aid to tank farm fire 
North Hollywood supermarket fire . . 
Planned attack at jetliner fire 
Platform puts foam on tanks 
Solar heat for L.A. fire station .... 
Donovan, Joseph L 
Wages, security high on list of working 
conditions ... Aug. 146 
Eskridge, Howard D. 
Fire protection in jails 
Evans, James R. 
Nation's largest 1977 wildland fire . . 
Fahrbach, James 
Pyrometer determines heat of hay . 
Fair, Gerald L. 
Civilians replace fire fighter EMTs . . 
Frazier, David R. 
Rubbish fire extends into store .... 
Rural fire fighters face gasoline 
spill May 31 
Freeman, Tex 
How to track down smoke source 
Fronefield, John C. 
Derailed alcohol tank cars burn 
Gaynor, Harry J. 
Propylene tanker blast 
Goodwin, Mel 
Two airlifted out of 650-ft. stack 
Granito, Dolores 
More women entering fire service . . 
Gregory, Stephen M. 
Computerized dispatching 
Henry, Ray 
What's visible and safe? 
Hiniker, Bill 
Fire prot. at radar base .... 
Hojnicki, Edward 
Big streams half paper storage fire 
Huber, Larry 
Two airlifted out of 650-ft. stack 
Hunt, Howard B. 
Ladder lock device 
Hunt, Jim 
$2 Million brush fire 
Isman, Warren E. 
Controlling hazardous spills 
EMS growth in Montgomery County . 
Jackson, Leonard D. 
Five die in one-room motel fire 
Kasza, Michael J 
Station visit teaches tots fire 
safety 
Keith-Lucas, Timothy 
Sirens as attention getters .. . 
Kephart, W. M. 
Fire fighters help place smoke 
detectors 
Killen, William D. 
Chlorine tanker derailment 
Knepp, Timothy 
Preconnects on old apparatus 
Kolb, James L. 
Getting your ideas across 
Kunz, Robert A. 
$3 Million project demolished 
Langford, Dave 
Home fire safety survey tested 
with CETA funds 


July 22 
Aug. 163 
Nov. 53 
Sept. 43 


Sept. 45 
July 28 


Sept. 39 
Apr. 28 
Mar. 29 
Apr. 52 
Apr. 20 
July 42 
Oct. 62 
Apr. 28 
May 12 
Mar. 22 


Oct. 58 
Nov. 24 


Oct. 49 


Sept. 46 
Feb. 26 


June 47 


July 36 


Long, D. Craig 
Ingenuity keeps tools in place . 
Lugannani, Bert A. 
Cincinnati awaits |AFC conference . 
Lynch, Dudley 
Cable TV system detects home 
SS ere 
MacLean, Donald B. 
Tandem gasoline tanker fire 
Maichle, William L. 
Big streams half paper storage fire 
Maguire, Hugh 
Seattle paramedic program 
McCormick, David M. 
Why it took 3 years to put academy 
courses in field 
McDonald, Dennis 


Fire fighters credited with success of 


pub. ed. 
McDonald, R. L. 
Pumper lands on roof 
McGann, Robert C. 
DAs urged to get involved in fire 
investigations 
Michos, Mary Beth 
EMS growth in Montgomery County . 
Miller, Sharon E. 


Toledo survey of smoke detectors .. 


Monk, Tom 
Stimulated propane leak 
Moyer, L. Noe! 


Toledo survey of smoke detectors .. 


Moynihan, Betty 
Phoenix Hall of Flame 
Nailen, R. L. 
AFFF proportioner for fireboat ... . 
Buffs 
Buff canteens responding more 
frequently . 
Buff clubs role in CPR training .... 


Buffs aid interest in old appar. ..... 


Companies fight fires in 
classrooms 
FPEs give San Jose engineering 
Capability ... 
Firemen salvage | 
offenders 
Grain elevator explosions and fires 
Hazardous area electrical equip. .. . 
Inspections avert nightspot tragedy . 
Job performance improved by time 
studies 
Milwaukee County paramedic plan 
PCB in transformers is health 
REPRE 
Split-pipe simulator for LPG train. 
Sun helps heat, cool Dallas station 
Oberg, Frank 
Fire service messages on 
billboards 
Ogg, Harry 
Hose pack for apartments 
O'Hagan 
Sprinkler head closes automatically 
Orton, Charles W. 
Salt Lake City walking program 
Palin, David 
Preconnected foam line 
Peige, John D. 


Beltsville, Md., superhighway fire . . . 
Sulfuric acid cloud over Baltimore .. 


Waverly, Tenn., LPG tank car blast 
Pereira, Manual A. 
Jeep converted to minipumper 
Perkins, J. G. 
Starting EMS training in Halifax 
Phillips, Ronald 
Field communications center 
Player, Charles Polk 
Inspections, drills in Dallas Co. jail . 
Quashne, Frederick A. 
Big streams halt paper storage fire 
Rathke, Bob 
Alarms, manning analyzed by 
computer 
Reeves, G. E. 
Cavitation: warning signs 
Listening is skill requiring 
preparation 


Jan 36 
June 55 


Oct. 


July 16 


Nov. 24 
Jan. 33 
Jan. 14 
Jan. 33 


Apr. 114 


41 
Dec. 27 
Aug 164 
Feb. 20 
Oct. 34 

May 22 
May 39 
May 24 
Nov. 29 
Aug. 111 
Sept. 28 
Oct. 62 


Officer candidate school 
Pompier once rescue tool 
Prefabs as temporary stations ... 
Reinecker, H. P. 
Breathing appar. must be worn with 
proximity suits 
Reischi, Uwe 
Breathing appar. must be worn with 
proximity suits 
Renee, Doris 
5000-PSI air supply truck in Miami 
Rice, Joe 
Truck bays angled in Texas station . 
Robbins, David C. 
Buildings destroyed as fire follows gas 
blast 
Rodenbeck, Douglas Dean 
Fire fighters modernize station 
Rose, Kerry K. 
Kirkville, N.Y., barn collapse 
12-Hour rescue course developed . . 
Ross, Irwin 
Human behavior in fires 


Samples, Richard 
Hose pack for apartments 
Schneider, Edwin F. 
How to track down smoke source 
Schwind, Dorothea 
Civilians replace fire fighter EMTS 
Selden, Lauren 
Smoking ban questioned 
Snider, Richard H. 
Homemade brush truck-tanker 
Solomon, Stephen S. 
High-visibility jump suits 
Stamm, William 
Milwaukee keeps recruit standards 
Stuerwald, John 
Recog., prot. of evidence 
Stowe, Edmund 
Value of dept. rating in insurance 
savings 
Sylvia, Richard P. 
Brighter future for NFPCA 
Computerized arson data 
Fire academy catches criticism 
FDIC 50th anniversary 
IAFC conference report 
ISFSI fall meeting report 
ISFS!I 1968 fall meeting 
ISFSI spring megting report 
Leather to cotton to synthetic 
hose 
National Academy course dates .... 
NFPCA Seattle conference 
Texas A&M fire school Oct. 22 
Volunteers Corner Jan. 11, Feb. 10, 
Mar. 10, Apr. 10, May 8, June 10, July 10, 
Aug. 10, Sept. 8, Oct. 8, Nov. 8, Dec. 15 
Thaman, Ronald N. 
Lab. can help arson investigator ... 
Thomsett, Michael C. 
San Francisco arson task force .... 
Totten, G. S. 
Remote radio alerting for vols. ..... 
Townley, John P. 
Hiring women fire fighters opposed . 


Varnedoe, W. W. 
Mutual aid is expanded to fund raising, 
training 
Vaughan, Mary Ann 
Train., equip. needs for arson team . 
Wilcox, Arthur 
Prevention seeks to cut alarm rate . 
Williams, Dave 
Atlanta fire destroys 7-story bidg. 
Windle, Dave 
Rebuilt aerial truck 
Reduced manning levels require larger 
hose 
Winklevoss, K. P. 
Fire fighters help place smoke 
detectors 
Witkin-Lanoil, Georgia 
All pyros are psychos 
Zarada, Joan C. 
All-year school fire safety prog. ... 


June 26 


June 41 


Jan. 21 
Dec. 41 


Aug. 48 
Aug. 72 
Oct. 53 
Mar. 33 


Feb. 52 


Sept. 41 


Oct. 44 


Sept. 22 
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